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THE  UNITARIAN  CHURCH 

Archadale  Street 
Charleston,  South  Carolina 

Constructed  1775-1787  as  the  second  independent 
(Congregational)  Church.  Remodeled  1852-1854  os 
a  copy  of  Henry  VII  Chapel,  Westminister  Abby 
Become  avowedly  Unitarian  in  1819.  One  of  the 
original  12:>  Unitarian  Churches  in  the  United 
btates,  and  the  oldest  one  in  the  South. 
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